To: 

From: 

Sent: 

Subject: 


OBrien, Wendy[OBrien. Wendy@epa.gov] 
McKean, Deborah 


Sat 8/15/2015 6:02:57 PM. 
is this the right number: 


Nonresponsive Conference Code 


; access codd 


Nonresponsive Conference Code 


Deborah L. McKean, Ph.D, 

Chief, Superfund Technical Assistance 

U.S. EPA, Region 8 

1 595 Wynkoop Street 

Denver, CO 80202 

Office: 303-312-6178 

Cell: 303-579-4371 
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